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The following is a list indicating “the 1951 scheduled and actual production of the 
VEB Plant Schott & Genossen, Jena; 
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Scheduled Actual 
Production Production 

1. Laboratory glass 732 tons 660.9 tons 

2. Tubes 1,200 " 2,718.4 " 

30 Various kinds of industrial hollow glass 150" 137 =" 

Le Raw glass for the the electric industry 20" 20.4 " 

5S. Glass for lighting appliances 180 " 213.3 " 

6. “Elk betes 1,200 " 1,103.1 " 

To Daling dishes 1,100 " , 1,091.6 " 

&. Miscellaneous commercial glass BLN 200.2 " 

9o taw omtical class 250 " 365.4 
10. Lenses 50 " 100.5 " 
11. “indow class | 250,000 square reters 330,200square meters 
12. Lens pressings ee 3,600,000 pieces 4,361,500 pieces 

ce 

13. Syringes | | 5,000 -‘eces 55976 pieces 
1h. Glass instrument a o 
15. Firebrick products 1,200 tons 1,311.3 tons 
16. Class 1,000,000 cubic meters 1,117,000 cubic meters 
17. Steam . 22,0C0 tons 42.615 tons 
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